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APFENDJX A { CQpy ^ op ^ 


Group I 

25X1 AID The iter(is below show the quantities of Spares required to bring 

Spares now at up to 1/3 of Lot Ij Westinghouse Drawing lJClt660, Rev„ F c 

T he asterisks denote those items recommended for procurement underj ^oe-sub^eet- 
quotation. These recoramende"d parts were selected on the basis that 1/2 of Lot II, 
\$S stinghouse Drawing lJCli.760, Rev# F will also be Available .for this program# 


ITEM' 


NOMENCLATURE 


PART NO, 




9 

10 

2h 

35 

38 

lilt 

75 

87 

88 

89 

91.1 

9U 

100 

107 

130 

131.1 
158 
160 
180,3 
18U 

185 

186 
215 
220 
2hl 
25U 

257 

258 

259 

260 

262.1 
266 
270 
282 
283 
300 
310 
312 
313 
316.2 
317 
327 
3U3 


•stConnector# Receptacle , Electrical 
Lamp, Incandescent 
Capacitor, Fixed, Mica Dielectric 
Resistor Fixed, Composition 
Switch, Toggle 

Connector, Receptacle, Electrical 
Fan, Tubeaxial 

Capacitor, Fixed, Paper Dielectric 
Capacitor, Fixed, Paper Dielectric 
Capacitor, Fixed, Electrolytic 
Resistor, Variable, Composition 
■Relay, Armature 
-Relay, Armature 
Electron Tube 
Electron Tube 
Electron Tube 

Resistor, Fixed, Composition 
Resistor, Fixed, Composition 
Rectifier, Metallic 
Connector, Receptacle, Electrical 
Connector 1 ’-, Receptacle, Electrical 
^-Capacitor, Fixed, Paper Dielectric 
Switch, Push Pull 
Connector, Receptacle, Electrical 
Capacitor, Fixed, Paper Dielectric 
Gasket 

AFC - IF Assembly 

Signal Pre-Amplifier Ass ? y. 

Signal Post Amplifier 
Electron Tube 
Rectifier 
■SfCard, Resistance 
Terminal, Lug 
Waveguide 
Waveguide 
Reactor 
Electron Tube 
Electron Tube 
Electron Tube 
Mount, Resilient 
Mount, Resilient 
Resistor, Fixed, Composition 
Electron Tube 


AN3102A-28 -2 IS 

AN31UO-327 

CM20C102J 

EC20GF100J 

STU2A 

1JA2290-2 

UB39H-1 

1JCU718-13 

1JCU718-7 

UCb8l7~l 

2JC2779-U8 

1JCU860-5 

1JC7820-U 

12AT7WA 

5687H& 

5725/6AS6WA/6187 

RC20GF125J 

RC20GF153J 

2JC2965-2 

UGi>92A/U 

UG657/U 

gpo5aiecioUk 

1JA38U2-1 

1JAU816-1 

1JC17U6-12U 

1JC833U“1 

lJDU9ldGl 

lJD7lil6Gl 

1JD7U36G1 

2JC2962-1 

2JC2898-3 

2JA1169-1 

2JAU266-1 

2JB3537G1 

2JB3538G1 

2 JC256l(.-l 

6098/6AR6WA 

2 JC23U0-1 

2JC23U1-1 

1JB3886-3 

IJB3886-U 

RC32GF102J 

565U/6AK5W/6096 


QTY. 


t & 


2 

1 

1 

1 

1 

1 

2 

1 

1 

1 


'T lb* 

w • 

7 

h 

2 

1 

2 

5 


1 

1 

't 






1 

1 

1 

1 

1 

1 


7 

1 

2 

1 

1 

1 

1 

3 

2 

2 

1 

2 

1 
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ITEM 

Approvech^r Release 2001/11/23 

NOMENCLATURE 

3hh 

Electron Tube 

357 

Resistor, Fixed, Wire Wound 

359.1 

•^Crystal (Matched Pairs) 

367 

Relay, Armature 

368.1 

Molded Unit 

369.1 

Chopper, Electronic 

391 

Nut, Plain, Hexagon 

392 

Nut, Plain, Hexagon 

393 

Nut, Plain, Hexagon 

397 

Nut, Self -Locking, Hexagon 

399 

Nut, Self -Locking, Hexagon 

Uol.l 

Nut, Selftflocking, Hexagon 

h 02 

Nut, Self -Locking, Hexagon 

h03 

Nut, Self -Locking, Hexagon 

hoh 

Nut, Self -Locking, Hexagon 

h05 

Nut, Self -Locking, Hexagon 

I 4.06 

Nut, Self -Locking, Hexagon 

U 07 

Nut, Self -Locking, Hexagon 

I 4.08 

Nut, Self -Locking, Plate 

I1.09 

Nut, Self-Locking, Plate 

hio 

Nut, Self-Locking , Plate 

Uu 

Nut, Self -Locking, Plte 

I 112 

Pin, Cotter 

103.1 

Bolt, Machine 

hlh 

Rivet, Solid 

hi5 

Rivet, Solid 

U 16 

Rivet, Solid 

107 

Rivet, Solid 

108 

Rivet, Solid 

109 

Rivet, Solid 

h 20 

Rivet, Solid 

h 22 

Rivet, Tubular 

U 2 lt 

Rivet, Tubular 

h25 

Rivet, Solid 

U 26 

Rivet, Solid 

h27 

Rivet, Solid 

U28 

Rivet, Solid 

U29 

Rivet, Solid 

U30 

Rivet, Solid 

U31 

Rivet, Solid 

h32 

Rivet, Solid 

h36 

Screw, Machine 

1»37.1 

Screw, Machine 

lt38 

Screw, Machine 

h39 

Screw, Machine 

hho 

Screw, Machine 

Uhl 

Screw, Machine 

hh3 

Screw, Machine 

hhh 

Screw, Machine 

hh5 

Screw, Machine 

hh6 

Screw, Machine 

hh7 

Screw, Machine 

hh8 

Screw, Machine 

h5o 

Screw, Machine 

h5l 

Screw, Machine 

hh2 

Aj§£F<^d¥ ? &i^8fease 2001/11/23 


1 
1 
5 
3 
h 

J 
2 
5 


CIA-RDP81B008 


PART NO. QTY . 

5751WA h 

1JA7523-U7 1. 

2JC2li71"l rf4 7-*: 

1JC7820-2 
1JD9037G1 
1JC81B3-2 
AN3l6-l|R 
AN3hO=2 
AN3hO-h 
AN36U-632A 
AN365-1032A 
AN36^28A(Fin.FSU9B) 2 
AN365~hhO 6 

AN365-hhOA 30 

AN363-632 5 

AN363-632A 35 

AN365-832 2 

AN36S-832A 17 

AN366F1032 1 

AR366F632 1 

AN366F832 7 

AN366F832A 1 

AN3 80-2-1 2 

ANU-6A 1 

ANU26AD3-10 2 

ANU26AD3-U 8 

ANU26AD3-5 8 

ANU26AD3-6 3 

ANl4.26ADl4.-5 3 

ANU26ADI4.-6 6 

ANi|26ADli-7 2 

ANU50C8AD6 2 

ANh50D8AD5 2 

ANU70AD34| 2 

ANh70AD3-5 2 

ANU70AD3-8 5 

ANl4.7OADl4.-h 2 

ANh70ADli“5 2 

ANli70ADh-6.> h 

ANU70AU-5 2 

ANl4.7OAl1.~6 2 

AN500-10-8 3 

an5o5 -2-7 h 

AN500-2-3 h 

AN500-2-5 h 

an5oo~U-10 U 

AN5oo-h“i2 h 

AN500-h-h 8 

AN500-U-5 3,3 

AI\500-h-6 10 

AN500-U-7 h 

AN500-U-8 5 

AN500-14.16-10 2 

AN5 00-6-10 7 

AN500— 6— 12 h 

5 


10076-1 

Sheet 


2 of 7 
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item NOMENCLATURE FART no. 


AN500*»6-3 

an5oo«6~5 

an5ooi6~6 

an^oo-6"7 

AN500-6~8 


U52 

Screw* Machine 

b$U 

Screw* Machine 

U55 

Screw* Machine 

b$6 

Screw* Machine 

b$l 

Screw* Machine 

U6l 

Screw* Machine 

U 62 

Screw* Machine 

U63 

Screw* Machine 

h6k 

Screw* Machine 

U65 

Screw* Machine 

1 4.66 

Screw* Machine 

h68 

Screw* Machine 

U69 

Screw* Machine 

U70.1 

Screw* Machine 

U72 

Screw* Machine 

U73 

Screw* Machine 

U7b 

Screw* Machine 

U75 

Screw* Machine 

h76 

Screw* Machine 

U77 

Screw* Machine 

U78 

Screw* Machine 

U79 

Scrdw* Machine 

U81 

Screw* Machine 

U82 

Screw* Machine 

U83 

Screw* Machine 

U8U 

Screw* Machine 

li86 

Screw* Machine 

U87 

Screw* Machine 

U88 

Screw* Machine 

U89 

Screw* Machine 

ii90.1 

Screw* Machine 

U92 

Screw* Machine 

h9h 

Screw* Machine 

k9$. 1 

Screw* Machine 

h96 

Screw* Machine 

h97 

Screw* Machine 

Ii98 

Screw* Machine 

h99 

Screw* Machine 

500 

Screw* Machine 

502 

Screw* Machine 

503 

Screw* Machine 

5oU 

Screw* Machine 

5o5.i 

Screw* Machine 

506 

Screw* Machine 

507.1 

Screw* Machine 

509 

Screw* Machine 

5io 

Screw* Machine 

5ii 

Screw* Machine 

512 

Screw* Machine 

513 

Screw* Machine 

5 Hi 

Screw* Machine 

5x5 

Screw* Machine 

516 

Screw* Machine 

517 

Screw* Machine 

519 

Screw* Machine 


AN500-8-5 

an5oo-8-6 

AN500-8»7 

AN 500 = 8»8 

AN^Ol-XO-lO 

AN^Ol-lO-12 

AN501~10~l8 

AN501~10-6 

AM501-10-2U 

an5o5g3~I* 

AN^07*=1032»8 

AH507“U20-8 

AN^07"UIlO“10 

AM507-Wt0-3 

AN5074ih0-ii 

AN50?4tU0-5 

AN^07“U^0-6 

AN507-U1i0-8 

AN507~1i1i0-9 

AN307-832-10 

AN507 -632-12 

AN507-632- 5 

AN^07“632-6 

AN507-632-8 

AN507-832-8 

4N507CUU0-12 

AN5l5”2“6(Fin. FSU9B on head) 
AN5l5”li“12 
AN515-U-18 
an9i9“H-2U 
AN^l5-ii“ii 

AN5x5"l4“6(Fin» FS)j.9B on hd) 
AN£l£4i~7 
an5i5-U-8 
AN^20-3“3 

AN^20-3“6 

AN^26-1032-12 

AN526-1032-16 

1JA8689H13 

AK526~6-10(Fin. FSli9B on hd) 
AN$26~6~8 
AN$26“632“10 
AN?26-632«12 
AN^26»632-U 
AN526-632-5 
AN526-632-6 
AN526~632“7 

AN526-632-8 

AN526-832-10 

AN526-832-7 


520 


IpgHfoePWJftS 
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ITEM 


528 

529 

533 

53U 

535 

536 

537 

538 

539 
52*0 
51*1 
51*2 
51*3 
51*1* 
5U5 
51*6 
51*7 
51*8 
51*9 
55o 
552 
551* 

555 

556 

558 

559 

560 

561 

563 

561* 

565 

567. 

568 

570 

571 
586 . 
591* 

6l6 

621 

633 

638 

660 


703 
738 
71*5 
7 1*6 
71*8 

750 

751 

755 

756 
765 
770 

783 

781* 

785 

807 
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NOMENCLATURE 


Grommet, Rubber 
Grommet, Rubber 
Washer, Split 
Washer, Split 
Washer, Split 
Washer, Split 
Washer, Split 
Washer, Split 
Washer, Split 
Washer, Split 
Washer, Split 
Washer, Split 
Washer, Split 
Washer, Lock 
Washer, Lock 
Washer, Lock 
Washer, Lock 
Washer, Lock 
Washer, Lock 
Washer, Lock 
Washer, Lock 
Washer, Lock 
Washer, Lock 
Washer, Lock 
Washer, Fiat 
Washer, Flat 
Washer, Flat 
Washer, Flat 


Washer, 
Washer, 
Washer, 
•sWasher, 
Washer, 
Washer, 
Washer, 


Flat 

Flat 

Flat 

Flat 

Flat 

Flat 

Flat 


^Capacitor, Fixed, Mica Dielectric 
Capacitor, Fieed, Paper, Dielectric 
Capacitor, Fixed, Paper, Dielectric 
Capacitor, Fixed, Paper, Dielectric 
Resistor, Fixed, Composition 
•^Resistor, Fixed, Composition 
Resistor, Fixed, Composition 
Resistor, Fixed, Composition 
Eyelet, Metallic 
Terminal, Stud 
Terminal, Stud 
Terminal, Stud 
Washer, Flat 
Washer, Elat 
Washer, Non Metallic 
Washer, Non metallic 
Nut, Plain, Hexagon 
Nut, Self “Locking, Plate 
Terminal, Lug 
Terminal, Lug 
Terminal, Lug 


PART NO . 

AN931-6-10 
AN931-8-13 
AN935-10 
AN935“2 
AN935-2L 
AN935 ej 3 
AN935-L 
AN935~1*L 
AN935-L16 
AN935“6 
AN935-716 
AN935-8 
AN935-8L 
AN936-A2 
AN936-A1* 
AN936Al*l6 
AN936A6 
AN936A616 
AN936A816 
AN936A8 
AN936A716 
AN936B516 
AN936B6 
AN936B616 
AN960-10 
AN960-2 
AN9604* 
AN960-LL 
AN960-6 
AN960-616L 
AN960-8 
306R155H01 
AN960Ci*L 
AN960PDLL 
AN960PDL16 
CM15C331G 
GN20AC202K 
CP09A1FEL73K 
CP09AlKFl*72K 
RC20GF101J 
RC20GF121J 
RC20GF303J 
RCL2GF333J 
1JA23?1*“33 
1JA2597“1 
1JA2597-2 
1JA2597H20 
UA2631“l5 
1JA2 631-17 
1JA2632-21 
1JA2632-5L 
1JA2699“6 
1JA2 7l5“9 
1JA2725-1 
1JA27254* 
1JA2725-6 


wm&m 3 : CIA-RDP81BOO8I3R09WO0O1 0076-1 


QTY„ 

1 

1 

16 

10 

2 

10 

35 

17 

2 

30 

2 

5o 

3 

5 

17 

1* 

5 

2 

8 

3 

2 

2 * 

I* 

2 

10 

8 

25 

8 

30 

2 

5o 

k 

3 

1 

2 

1 

1 

i 

1 

2 

2 

10 

3 

i5 

5 

2 

I* 

1 

2 

2 

5 

2 

2 
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1073 

1097 

1098 

1099 
1101 
1102 
1103 
noli 

1105 

1106 
1125 
1117 
lllj8 
1152 
1151 


1155 .1 
1156 


1157 

1158 

117 U 

1175 

1176 
1179 
1191.1 
1207 
1222 
1231 


ITEM 

NOMENCLATURE 

808 

Nut, Self Locking, Hexagon 

809.1 

Nut, Self Locking, Hexagon 

817 

Washer, Split 

827 

Jack , Tip 

830 

Jack, Tip 

831 

Screw, Machine 

83U 

Resistor, Fixed, Wire Wound 

839 

♦Switch, Toggle 

8I4.6 

Terminal, Lug 

81x7 

Terminal, Lug 

8U8 

Terminal, Lug 

8U9 

♦Fuse, Cartridge 

833 

Washer, Lock 

850 

♦Fuse, Cartridge 

853 

♦Fuse, Cartridge 

919 

♦Connector, Receptacle, Electrical 

923 

♦Chopper, Electronic 

933 

Lock, Connector 

939 

Molded Unit 

1009 

♦Dial Assembly, Control 

1021 

♦Resistor, Variable 

1023 

♦Resistor, Variable 

1031.1 

Power Supply 

1038 

Crystal Unit, Rectifying 

lOliU 

♦Resistor, Variable 

1067 

Wire, Copper (20 ft. long) 


Electron Tube 
Wires, Electrical (100 ft„ long) 


Wire® 
Wire, 
Wire, 
Wire, 
Wire , 
Wire , 
Wires, 
Wire* 


long) 

long) 

long) 

long) 


Electrical (170 ft 
Electrical (100 ft 
Electrical (170 ft 
Electrical (170 ft. 
Electrical (70 ft, long) 
Electrical (70 ft„ long) 
Electrical (70 ft. 
Electrical (100 ft 
Nut, Hexagon 
Screw $ Machine 
Screw, Machine 
Washer, Split 
Flat 


long) 

, long) 


Washer s 


Washer, Flat 


Washer, Flat 


Washer, Flat 
Washer, Flat 
Terminal, Lug 
Nub, , Plain, Hexagon 
Nut, Plain, Hexagon 
Terminal, Lug 
Resistor, Fixed., Film 
Valve, Pneumatic Tank 
Nut, Plain., Hexagon 


PART NO, 


QTY, 


1JA29UG-U 
AN335B8 
1JA2965-1 
1JA3U82-3 
1JA3U82-9 
IJA3I187-20 
IJAU26U-3U 
IJAU28O-2 
lJAliU93“8 
lJ/iti93“ll 
1JAUU93-12 
lJAli.81i.i.~3 
1JA3 812.1 
1JAU8 Hi~U 
lJAU8l!t-20 
UCU835-6 
1JC77UU-1 
1JC8058-1 
1.JD8851G1 
2JB3857G1 
2JC2U08-1 
2J02li08-3 
2JC2l;65-2 
2JC2719“1 
2JC2779“55 
2003-2-22 
5727/2D21W 
9928-7BRN 22 
9928-7BLK 22 
9928-7BLTJ 22 
9928-7RED 22 
9928-70RN 22 
9928-7GRT 22 
9928-7VLT 22 
9928-7WHT 22 
9928-7TLW 22 
AN3hl“6 
AN526-632-1 6 
AN526-632-9 
AN935B10 

AN96O-X0L (Fin.FSU9B 
on side & edges 
AN960 4il6L ( Fin o FSli9B 
one side & edges 
AN960-6 (Fin. FSU9B 
one side & edges 
AN960-6L 
AN960C616L 
UA2680-2 
1JA269 9«1 
UA2699-12 
1JA3728-1 
UA7878-17 
2jc2i4.2l4.~i 
AN3U0CU 


2 

2 

3 

3 


2 

2 

1 


2 

2 

3 

■*!# 

£ 

(Jp+t (ZC.71VS4 

eg ~ » 

CD - ■' 

1 

2 

a > * 

& * 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

2 
2 
2 


15 


2 


6 

5 


2 
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ITEM 

^1231; 

W12$3 
1263 
12 66 
1270 
1287 
128? 
1318 
132JU 
1329 
1335 


NOMENCLATURE 


PART NO, 


Nuty Self Locking Hexagon 

AN365-1032 

Clamp# Loop 

1 JA 7562-1 

•K-Motor 

2JCU00l'-l 

Gasket 

MS9006U-1 

Seal# Plain? Encased 

UA86904; 

Molded Unit B631 

1JD9095G1 

■^Resistor? Fixed? Composition 

RC20GF512J 

^Piston Ring (GLKM) 

205-181 

J -:-Piston Ring (GLKM) 

205-179 

Discharge Valve (GLKM) 

20^3U5 

Discharge Valve (GLKM) 

20U=355 


QTT, 


2 

6 

1 , 


1 

1 


Group II 

These items are recommended for procurement .under the subject quotation to 
support the installation of Modification Kits 1 through 27<> 


ITEM 

1 

2 

3 

U 

5 

6 

7 

8 

9 

10 

11 


NOMENCLATURE 


Connector 

Capacitor 

Resistor 

Resistor 

Capacitor 

Capacitor 

Resistor 

Rectifier 

Resistor 

Capacitor 

Resistor 



PART N0 » 

AF3108B~l84iS 

CP09A3KB10UK 

RCl|2GF5llJ 

RCli2GF123J 

lJCli828*=5u 

UCl|825“li2 

RC32GF510J 

2 JC2806-H09 

RC20GFU7U 

CK61Y102Z 

CP09AlEFit73K 


QTY, 



Group III 

The following items are recommended for procurement to support the latest 
equipmen'^^&Mnges as described in this proposals 


ITEM 


k 


NOMENCLATURE 


Signal RreS 
Signal Post Art 
Capacitor 
Capacitor 
Capacitor 
Resistoj 
Rgjsirstor 
Resistor 
Resistor 
Potentiometer 


33R328GOX 
6Q3R329G01 
CP0A1KF152K 
Y)A3KB10UK 
ljCii8l7HlU 
1JA8691H28 
1JA8691H68 
2JC2906-U 
^rd7op715og 
2682-19 
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Group III cont’d. 


ITEM 


NOMENCLATURE 

PoteTrtfiometer 

Crystal (rbv-ej^sed pair) 

Electron Tube 

Cathode Ray Tube 

Diode 

Diode 

Diode 

Regulator 

2KV Power^apply 

Coil^-'-''^ 

Coil 

Connector 

Shockmount 

Shockmount 


CIA-RDP81 B^79R0001 0001 0076-1 


PART NO . 

2JC2779HCII' — 

2 JC2?inCH02 

57^381101 

2JC2806H08 

2JC3636H03 

IN2^‘l 

5^5RQli6G01 

£70RWPH6a 

1JC80^H10\^ 

1JC80^9H13 

1JC8039H01 

AW3106B»lhS-9S 

975R329H01 

975R329H01 




1 

IS pr c 

k 

1 

2 

h 

2 

1 

1 

1 

1 

4 

TV 
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